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Inspection Detail 

Case Status: VIOLATIONS UNDER CONTEST 

Note: The following inspection has not been indicated as closed. Please be aware that the information shown may change, e.g. violations may be added 
or deleted. For open cases, in which a citation has been issued, the citation information may not be available for 5 days following receipt by the employer 
for Federal inspections or for 30 days following receipt by the employer for State inspections. 


Inspection: 1262586.015 - Solar Turbines Incorporated 



Inspection Information - Office: Ca San Diego 


Nr: 1262586.015 

Report ID: 0950632 

Open Date: 
09/07/2017 



Solar Turbines Incorporated 

4200 Ruffin Rd 

San Diego, CA 92123 

Union Status: Union 



SIC: 





NAICS: 336412/Aircraft Engine and Engine Parts Manufacturing 



Mailing: 4200 Ruffin Rd , San Diego, CA 92123 




Inspection Type: 

Complaint 




Scope: 

Partial 

Advanced Notice: 

N 


Ownership: 

Private 




Safety/Health: 

Health 

Close Conference: 

Close Case: 

03/05/2018 


Related Activity: 

Type 

ID 

Safety 

Health 


Complaint 

1255931 

Yes 



Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

1 



2 


3 

Current Violations 

1 



2 


3 

Initial Penalty 

$13,500 

$0 

$0 

$840 

$0 

$14,340 

Current Penalty 

$13,500 

$0 

$0 

$840 

$0 

$14,340 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 



# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1 . 

01001 

Other 

5194(E)(1) 

03/05/2018 

03/16/2018 

$560 

$560 

$0 

03/22/2018 

- 


2. 

01002 

Other 

6151(E) 

03/05/2018 

04/05/2018 

$280 

$280 

$0 

03/22/2018 

- 


3. 

02001 

Serious 

5162(A) 

03/05/2018 

03/16/2018 

$13,500 

$13,500 

$0 

03/22/2018 

- 
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